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Message Text 


UNCLASSIFIED 

PAGE 01 CASABL 00245 262208Z 

61 

ACTION SY-05 

INFO OCT-01 NEA-10 ISO-00 /016W 

024465 

R 261355Z FEB 76 
FM AMCONSUL CASABLANCA 
TOCRUEHC/SECSTATE WASHDC 3974 
INFO AMEMBASSY RABAT 

UNCLAS CASABLANCA 0245 

FOR A/SY/T/SP 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: STANLEY AUTOSLIDE 8000 DOOR 

1. SUBJECT DOOR MAY HAVE APPLICATION AT CASABLANCA. PLEASE 
OBTAIN PRICE QUOTE AND SHIPPING COST ESTIMATE FOR CUSTOM UNIT 
SIMILAR TO THAT ORDERED FOR AMEMB TUNIS PER THE EOLLOWING 
SPECIFICATIONS. 

2. (A) TO FIT EXISTING MASONRY OPENING OF 106.6 INCHES WIDE BY 

106 INCHES HIGH. ADDITIONAL WIDTH AVAILABLE IF SLIDE CAN BE OFFSET 
SO THAT DOOR TRAVEL EXTENDS PARALLEL TO FACE OF WALL BEYONG EDGE 
OF OPENING. 

(B) OPERATES FROM 220V, 50HZ 

(C) EQUIPPED WITH 1.25 INCH LEXGARD ALL PANELS FACED WITH 0.25 

INCH SAFETY GLASS, AND WITH ANY CUSOM MODIFICATIONS MADE NECESSARY 
BY INCREASED WEIGHT. 

(D) BI-PARTING DESIGN WITH 60 INCHES TOTAL OPENING AND TWO SIDELIGHTS 

(E) EQUIPPED WITH SECURITY LOCKS 

(F) EQUIPPED WITH REMOVALLE STEEL TRACK AT BOTTOM 

(G) SUPPLIED WITH C-8 ACTUATION PLATE 

(H) MODIFIED, IF NECESSARY, TO PREVENT ENTRY FROM OUTSIDE 
BY TRIGGERING BREAKAWAY FEATURE. 

UNCLASSIFIED 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CASABL00245 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760073-0686 
From: CASABLANCA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 976021 1/aaaaajdh. tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 JUL 2004 by schwenja>; APPROVED <02 SEP 2004 by castelsl> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STANLEY AUTOSLIDE 8000 DOOR 
TAGS: ASEC 
To: n/a 
Type: TE 
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